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ENGINEERING STUDY. [_] ¢ 
Lockheed Aircraft Corp, CHANGE PROPOSAL 25 
DATE — 
April 16, 1959 AFFECTS : wsPo_ [y] PROJECT 


NAME OF MAJOR COMPONENT PART OR re SUBASSEMBLY PART NO. & MODEL OR TYPE 
Pilot Male 


TITLE OF PROPOSAL : 
AZ AL3A Oxygen Mask Adapter 


NATURE OF PROPOSAL : - 
caeiand as loose equipment, one each of ‘the followings = as. 


ao 258-02 Pressure Reducer 
. RS26 . Wiring ee 
M2 Hose eee 


. 


i ote Bysky “mask & helnet are hot: a Da art ot this kits Must be 2 Sup) plied Dy agers 
MASH LOE PROPOSAL : er ie Tae ea ane are Aa ee Sgt ge 
- To allow. ‘the use of an REN oxygen. caer with the quips seat peck This. 7 
will permit flights up to 5,000 feet without the necessity of wearing — 
the MA2 helmet. The. Al3A mask cannot be connected directly to the. Q-198 
pack, as the pressure delivered by the pack is too grest. 
STATINTL — 
dent Tux are € oxhing epoca. — 6 gea-—~ G~Q ~Digel ee. 
Gv 20 dpilsy | 


ae COST AND TIME INVOLVED : 
ADDITIONAL FUNDING REQUIRED: wo 


-STATINTL 


ih FLIGHT 
MANUAL 


wee PeeronNe OPERATING INTER. WEIGHT OR coors i: NE 
EFF CE EROCEOURE CHANGE. WEIGHT & 
TIVENESS ; ABILITY BALANCE EQUIPMENT PROCEDURE 


Edy eG eat Ee ea 
EST. MAN/HRS. REQ’D. TO ACCOMPLISH CHANGE IN FIELD “None 
SOURCE OF PARTS FOR KIT. AVAILABILITY __ WEEKS AFTER APPROVAL 
LAC thru WRAMA a | 
DISPOSITION OF SPARES AFFECTED . . ~ STATINTL 
Not affected . . : 


INITIATED BY : ° : 
Sol. Aarts, LAFB |. 
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